how to install 




your new 

KENMORE 
AUTOMATIC 
GAS 
DRYER 



BEFORE YOU BEGIN 

Before starting to install the dryer, read the following 
instructions completely and carefully. There are three 
important steps outlined that will simplify the installa- 
tion job when followed carefully. 

1. PREPARE THE AREA: You must provide electrical 
supply, gas supply and exhaust outlet as required 
for your machine. Check with local utility for gov- 
erning codes and ordinances. 




2. PREPARE THE MACHINE: Uncrate, unpack, install 
legs and exhaust equipment as needed. 

3. MAKE THE ELECTRIC AND GAS HOOK-UP: Move 
into position and level the dryer. 



Preparing the area 



□ PROPER ELECTRIC SUPPLY 

A nominal 120 volt, 60 cycle, 15 ampere fused 
electrical supply is required (slow blow fuse or 
circuit breaker recommended). It is recommended 
a separate circuit, running only the dryer, be pro- 
vided. Check with local utility for governing elec- 
trical codes and ordinances. 

□ PROPER ELECTRICAL CONNECTION 

For three-prong wall sockets that are grounded in 
compliance with the National Electrical Code, the 
dryer's three-prong power cord can be plugged in 
directly. DO NOT, UNDER ANY CIRCUMSTANCES, 
REMOVE THE ELECTRIC CORD GROUND PRONG 
(THE ROUND, CENTER PRONG). 



WALL SOCKET 



Figure 1 




For two-prong wall sockets, it is recommended 
that they be changed to a properly grounded, 
three-prong wall socket. If changing and properly 
grounding the wall socket is impossible and where 
local codes permit, a temporary adapter may be 
plugged into the two-prong wall socket to mate 
with the dryer's three-prong electric power cord. 

This, however, is not recommended. If this is done 
you must connect the ground lug on the adapter 
plug to the wall socket cover plate screw. Also, 
when the adapter is used, the ground wire and 
clamp assembly provided must be attached to a 
grounded cold water pipe and to the wall socket 
cover plate screw. 



GROUND ASSEMBLY 
(ATTACH TO COLD 
WATER PIPE) 



Figure 2 




THREE-PRONG 
POWER CORD ADAPTOR 
ASSEMBLY 




WALL SOCKET 



120 VOLT 3 CONDUCTOR 
RECEPTACLE (15 AMP). 




1/2 TO 3/8 INCH PIPE 
REDUCER (IF REQUIRED) 



GAS INLET 



COLD WATER PIPE 
Figure 3 



□ PROPER GAS SUPPLY 

All dryers are equipped with gas burners designed 
to use natural gas. If your gas supply is other than 
natural gas, contact your nearest Sears outlet 
or catalog office for conversion information and 
service. 

□ PROPER GAS SUPPLY LINE 

A supply line of Vi inch pipe is needed to the 
dryer location for natural gas. If total length of 
supply line is more than 20 ft., use larger pipe. 
Check local codes for type of acceptable pipe. 
(L.P. Gas converted units may use % inch tubing). 
The supply line should be equipped with a shut- 
off valve. This valve should be in the same room 
as the dryer and located in a location that allows 
ease of opening and closing. 

□ PROPER CONNECTOR TO GAS 
SUPPLY LINE 

If permitted by local codes, an approved con- 
nector or semi-flexible metal tubing is recommend- 
ed for connecting the dryer to the gas supply line. 
(The gas inlet pipe which extends through the 
lower rear of the dryer is provided with a % inch 
male pipe thread.) 



If rigid pipe is used as a gas supply line, it is 
recommended that a combination of elbows and/ 
or elbows and nipple be affixed to the gas burner 
feed pipe to obtain a straight line connection to 
the dryer. 

□ PROPER EXHAUST SYSTEM 

Exhausting the dryer to the outside is recom- 
mended to prevent large amounts of moisture 
being discharged into the room. DO NOT EX- 
HAUST INTO A CHIMNEY. 

□ EXHAUST LOCATIONS 

The exhaust outlet center line on dryers is located 
14% inches from the right side of all dryers. Mea- 
surement from the bottom of the base is 4% 
inches. (Add approximately 1 inch for leveling 
legs.) 

□ EXHAUST LIMITATIONS 

Your exhaust system should not exceed 16 feet of 
4-inch aluminum pipe and not more than two 
elbows and an exhaust hood, available at any 
Sears retail outlet or catalog office. If flexible 
tubing is used, maximum length should not 
exceed 8 feet and an exhaust hood. (It is not 
recommended to use less than four-inch diameter 
ducting.) 

□ EXHAUST SYSTEM PARTS 

Necessary four-inch aluminum pipe, elbows, flex- 
ible tubing and an exhaust hood may be pur- 
chased at any Sears retail outlet or catalog office. 

□ PROPER TOOLS 

No special tools are needed in most installations; 
all you'll need are such common tools as screw- 
driver, pliers and an adjustable end wrench. 
Exhaust outlet installation will require additional 
tools. 

The necessary installation parts are packed inside 
the drum . . . dryer feet and necessary grounding 
parts. 





Figure 4 

Satisfactory installation . . . kitchen or laun- 
dry room location using inside wall. 



Figure 5 

Better installation . . . basement location us- 
ing outside wall. 



Figure 6 

Best installation . . . kitchen or laundry room 
location using outside wall. 



Now prepare your dryer for installation 



PLACE THE DRYER NEAR THE DESIRED INSTALLATION LOCATION ... DO NOT GRASP MACHINE BY THE CONSOLE 
... DO NOT MOVE MACHINE INTO THE EXACT LOCATION UNTIL THE FOLLOWING STEPS HAVE BEEN PERFORMED. 




Figure 7 




Figure 8 



Q A. Remove all literature and miscellaneous parts 
from the dryer drum. Remove owners manual 
from literature package and read thoroughly. 

□ B. Remove the tape that holds the drum to the 
cabinet. 



□ C. Read instructions on tape inside of door — then 
remove. Wipe interior of drum thoroughly with 
damp cloth before using this machine. (See Figure 
#7.) 

Q D. Block up rear of the machine about four inches 
and install leveling feet in the rear corners. The 
use of a wrench may be necessary. Remove the 
block and repeat the procedure at the front of the 
machine. (ALL FEET SHOULD EXTEND APPROXI- 
MATELY ONE INCH.) (See Figure #8.) 

□ E. Exhausting to the outside requires the attach- 
ment of exhaust pipe or tubing. 

Exhausting directly into a room is not recom- 
mended. 

| | F. Move machine into approximate position and 
prepare to make the necessary connections. 



Now connect your dryer 



Q Connect Gas Supply to Dryer . . . Use approved 
pipe thread compound for all gas connections. If 
a flexible tubing is used, be certain no kinks are 
in the line. 

□ Open the Toe Panel ... To open the toe panel, 
grasp the sides of the toe panel at the top and pull 
out and down. The toe panel is hinged at the 
bottom. 

f~| Open* the Shut Off Valves in the Supply Line and 
Shut Off Valve in the Dryer behind the Toe Panel. 

Test all gas connections for leaks using a brush 
and a soapy water solution (liquid detergent also 
works very well). Bubbles will indicate a leak. 

NEVER TEST FOR GAS LEAKS WITH A FLAME. 



120 VOLT 3 CONDUCTOR - 
RECEPTACLE (15 AMP) 




1/2 INCH GAS PIPE (3/8 INCH A. G. A. APPROVED 
COPPER TUBING MAY BE USED ON LP GAS) 



Figure 



COLD 
WATER PIPE 

1/2 TO 3/8 IfcJCH PIPE 
REDUCER (IF REQUIRED) 



Q Connect the Dryer Power Cord into the Grounded 
Wall Socket. (Or properly Grounded Adapter.) 

□ Remove air from gas supply line as follows: 

A. Models equipped with automatic ignition. Turn 
the dryer on and allow it to run for about five 
minutes in a full heat cycle (not Wash 'N Wear or 
Air). NOTE: Some machines have a temperature 
selection which indicates a position marked "Air". 
Be sure that the switch is at one of the heat set- 
tings. 

If the burner does not ignite during these five 
minutes of operation, shut off machine and wait 
for 15 minutes. While waiting, check to be sure 
all supply valves are open and electric supply is 
connected. Repeat the above procedure until the 
burner ignites. 

B. Models equipped with "Match-Light" ignition. 
Q 1. Turn timer off. 

[~] 2. Open the toe panel and turn the gas valve 
on. Be sure electric supply is on. 

Q 3. Depress start lever fully and apply a lighted 
match to perforated start tube. (See Figure 
#10.) 



□ 4. 



□ 5. 



Hold start lever down for a 
after flame is lit. 



full minute 



Check pilot flame by depressing start lever. 
If operating, a small flame should reappear 
on start tube. 




Figure 10 



□ 6. If small flame does not appear, repeat steps 
#3 and #4. 



Instructions for lighting the burner are also found 
on a label on the cabinet behind the clothes door. 

The burner pilot will remain burning indefinitely 
just as the pilot light of a gas range or water 
heater. To turn the pilot off, close the burner shut 
off valve or the supply line shut off valve. 

Q Close the Toe Panel. 

] Now move the Dryer into permanent position. 

Observe minimum clearances to side and rear as 
noted on rating plate (found inside the door well). 
Be sure the power cord is plugged in and the gas 
supply line is securely fastened. 

] Connect Exhaust. 

Q Level the Dryer from front to back and from side 
to side by adjusting the leveling feet. 



Important operating information 



1. Read operating instructions in the Owners Manual 
thoroughly before operating the machine. 

2. Machine will not operate with the door open. 

3. Keep lint screen and/or exhaust tubing clear of lint. 
A blocked screen or tube will cause slow drying 
and other malfunctions. 

4. Be sure to dry only clothes or materials washed in 
water in your dryer. Under no circumstances should 
items that have been cleaned with cleaning fluids 
be placed in the dryer. 



5. If machine will not operate, before you call for 
service check the following points and be sure that: 

A. Electric supply is connected. 

B. Fuse is good and tight. 

C. Door is closed. 

D. Timer is set in a running or on position. 

E. If unit has a push to start button, depress to 
start. 

F. Gas valves are open both on unit and on supply 
line. 



illustration showing complete typical assembly 



120 VOLT 3 CONDUCTOR 
RECEPTACLE (15 AMP) 



EXHAUST DUCT 




GAS SUPPLY LINE 
GAS SHUT-OFF VALVES 
TYPICAL GAS INSTALLATION 



for complete information on the operation of the Kenmore, be 
sure to read the owners manual 

SEARS, ROEBUCK and CO. 



Part No. 337490 Rev. E. 10-66 



Printed in U.S.A. 



